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New Facilities — Phase I 


UMPQUA COMMUNITY 
COLLEGE 


Roseburg, Oregon September, 1967 


Anldea.. . 


Stemming from state-wide interest in es- 
tablising community colleges, including 
a number of enthusiastic persons and 
groups in Douglas County, enabling leg- 
islation was passed by the state legisla- 
ture in 1961 for area education districts to 


be formed by a vote of the citizens. The 
Douglas County Area Education Dis- 
trict was established by a four to one 
majority vote on March 30, 1964. The in- 
itial meeting of the newly-elected Board 
of Directors occurred on April 2, 1964, 
and later in the spring the name “Umpqua 
Community College’’ was selected. The 
first classes were held on a late afternoon 
and evening basis in facilities rented 
from Roseburg School District #4, be- 
ginning in September, 1964. 


An aerial Photo shows the 
campus 70% completed in 
March, 1967. 


The initial location of the college was 
St., Roseburg. 


this building at 852 S. E. Stephens 


Progresses... 


Administrative offices were first located at 
852 S. E. Stephens St. in Roseburg. The 
college moved to a partial daytime sched- 
ule with the renting of the Methodist Ed- 
ucation Building at 751 S. E. Main St. in 
the fall of 1965. This facility contained four 
classrooms and a general office area. Late 
afternoon and evening classes continued to 
be offered at Roseburg High School. As 
construction began on the new campus site 
in 1966, the Main St. building was utilized 
to its full capacity with a record opening 
enrollment of 957 students. With campus 
construction virtually completed, the col- 
lege moved to the present new facilities in 
late August, 1967. 


The framework rises for Phase I of construction. 


In late August, with construction almost 95% completed, the college staff 
moved in. 


The. Planners. - > 


The first Board of Directors of Umpqua Community College was composed of Wayne Crooch, Roseburg, 
Chairman; William Markham, Riddle, Vice-Chairman; Kenneth Knechtel, Sutherlin; Dr. Clifford Babbitt, 
Roseburg; George Marsh, Lookingglass; Charles Dowd, Canyonville; and Fred Booth, Yoncalla. After five 
months of intensive study of twenty-two possible site locations, the group chose the site at Winchester on 
93.4 acres donated by Mr. and Mrs. Elton Jackson. A tentative phased program of site and building develop- 
ment was devised, and on January 5, 1965, the Board determined that the most sound approach to financing 
the college site acquisition and building development would be through a serial levy spread over a five-year 
period. The levy was approved by the area voters on May 3, 1965, for the amount of $230,000 per year, a 
total of $1,150,000. The approval of the local levy was an integral part of fund allocations from the State of 
Oregon in the amount of $529,100 and a critical feature in the federal application which was filed and later 
approved for the amount of $492,506. The college architects, Hewlett and Jamison of Portland, were selec- 
ted in December, 1964, after five prominent architectural firms were interviewed by the Board. The con- 
struction contract was awarded to the Todd Building Co. of Roseburg in June, 1966, and construction com- 
menced immediately. President Harry Jacoby and Deans Ralph I. Snyder and Robert Moldenhauer were 
instrumental in the development of the educational specifications for the buildings. Phase I of the Umpqua 
Community College campus consists of a library building, an eight-room classroom unit, a six-room 
science facility, and a small administrative unit. Total investment is $1,475,000, which includes building con- 
struction, site development, and equipment. Building materials are native stone and wood products. 


A new building begins to assume its shape. 


George Marsh 


Ralph I. Snyder Robert Moldenhauer 
Dean of Instruction Dean, Vocational-Technical 
Division 


Harry Jacoby, President 


U.C.C. Board of Directors (L-R): Dr. Clifford Babbitt, Kenneth Knechtel, William Markham, Charles Dowd, Wayne Crooch, Fred 


Booth, Ray Doffenberry. 
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At right are the lobby 


area located just in- 


A view from the east end of the building. 


Administration 
Building 


The Administration Building houses the Board of Di- 
rectors’ conference room, the president’s office, offices 
for the college’s administrative personnel, a general 
office area, and the college business office. The building 
is the center for student registration procedures and 
counseling, and is the location of all student and busi- 
ness records of the college. In line with general policy, 
the facility has been constructed to the size necessary 
to accommodate future expanded enrollments, elimi- 
nating any need for costly additions in future years. 


Atleft is the conference room, utilized by the Board and numerous advisory 
committees. 


side the entrance. 


Oak trees beautify the Library building, 
viewed here from the east end of the Ad- 
ministration building. 


Library 


The Library Building serves a variety of pur- 
poses. The major floor area of the building in- 
cludes the reading room, which seats 100 stu- 
dents, and the stack area housing more than 
5,000 volumes. Temporary partitions enclose 
at the west end two temporary business class- 
rooms, and at the east end the student center 
and college bookstore. As new buildings are 
added to the campus, the partitions will be re- 
moved and the library area enlarged. In the 
south wing are conference rooms, offices and 
workrooms, and the faculty lounge. The lobby, 
student lockers, restrooms and custodial facil- 
ities are located in the north wing. 


A view from the east end of the reading room. The lobby is locat- 


ed at right. 


Students gather between classes in the temporary student 
center. Bookstore entrance is at left. 


A line of students heads for the student center 


he 


Classroom Building 


View from the library shows breezeway, faculty offices at left. 


left. 


A view into one of the classrooms. 


The Classroom Building houses eight rooms 
with seating capacities varying from 20 to 40. 
The north wing is the location of faculty offices; 
rest rooms and custodial facilities are found in 
the south wing. Students use outside walkways 
between classes, as there are no interior hall- 
ways. Ten-foot eaves and breezeways afford 
protection from the weather. 


A view of the building from the parking lot. 


Science Building 


The Science Building contains two classrooms and four 
laboratory facilities. In the northwest corner of the build- 
ing is a large lecture room with raised seating and a capac- 
ity of sixty-one students. This room has a projection booth 
and a large demonstration table. Adjacent to the lecture 
room is a smaller classroom, seating thirty. A narrow 
hallway runs through the center of the building, connect- 
ing the classrooms with the storage and preparation areas. 
Instructors prepare experiments in the preparation area, 
then transport them on lab carts to the instructional areas. 
Each of the laboratories is also connected to the storage 
and preparation area. At the east end of the building are 
the the physical science-geology laboratories. In the center 
of the facility are biology and physics-electronics labora- 
tories. 


The physical-science laboratory. 


Science lecture room feactures raised seating. 


An after-class discussion in the lecture room. 


Large fume hoods flank the chemistry lab. 


Spacious biology lab seats thirty students. 
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